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Problem 

In the Anedysis of Variance with two groups, evidently the counter for 
group two does not count correctly. This occurs on Updates involving two 
groi^ in the Anedysis of Variance. 


Solution 

The problem is corrected by following the st^)s listed below. 

1. CLQAD the Tc^ Data Files tape. 

2. Make the following corrections: 

CHANSIS (Retype the line or refer to the Edit section of the owners manual) 

Old Line: 1060 QOSUB6000:JJ=0:PORJ=lTO8:JJ=JJ+l:IFZ(J)»"@"N(K)=^4Krj-l:JErC: 
GOSUB7000: JJ^: K-K+1 

New Line: 1060 QOSUB6000:JJH5:PCRJ=lTO8:JJ=^J+l:IFZ(J)="@"N(K)=MKrj-l:JL=Cr: 
QOSOB7000: JJ^:R=K+1 :IFMr=3M=4<-JL 

Old Line: 10090 KI>l:PORK*lTC»ir:IPZI="Y"IPRINr"Ei:£»ENr #";K,"C»0UP 
#";KL,ZD(K) 

New Line: 10090 E=0:K L=l:PORRglTOWr :E=E-H:IFZD(K)="e"THENKL°KLtl:E=E-l: 
QgTM^lgg:ELSEIFZI*"y"LPRIN^"E[£^CN^ #";E,"<»00P #";KL,ZD(K) 

Old Line: 10095 PRINr"EE£JCNr #";K,"OIOUP #";KL,ZD(K) :GOaJB9900: 

IFZD( K)="e"KL=KL+l 

New Line: 10095 ERINP"Et£»ENr #";E,"(»0UP #";KL,ZD(K) :GOS[JB9900 

LINES THAT SHOULD BE nETETED (Type the line number followed by an <£XinSEl>) 
1090 


3. Insert a new blank t^je into the recorder and type CSAVE"A" to save the 
changes in the program. 

























